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COTIFIDENTI^L 


1. Details 

Ma.1or Llrfithwse. Raeal Guard PostSc ArtiHory Positio ns & / Uhits Along 

ga^ Coart of Kk 


2, The lighthouse at FB 332^10 r^lsich t:rsa aloo kiicv'ji as 0ga3.>*san (oountain) 25X1 
Li^ithouse was act in use*, This lighthouse^ TJhic-h oiifferod ne war damagGa 

at all^ was built of c.cacz'eto approxitaatoly 20 meters high» Before the 
War iriien it had been in uae» it usid acetylene li^it idi5.ch reached approacL- 
TOtely 20 iQilo3» It ms without lighthouse keepers^ and served as a bountlaiy 
marie between the Soviet Union and NKe 

3. Tlio Wando (island) Lighthouse at FB 263739 was In use* Using a whitish-gs'ay 
rotary lamp, this lighthc^uso h^td approodiiKiteTy 20 miles of range, and was 
equipped with one generator and sl^ml facilities for dense fog^ etCo There 
stationed in Nando (island) five lighthouse keepers and serven coastal guards 
who were dispatched from the Najin Base* The civilian Hothouse keepers 
lived in this island with their farailios* There wore five vrhito~painted. 
brick heuses, each with the same di3i«isiono of approadiaately 25 x 5 x 3 near the 
Hothouse; and they were used as rasj.dences of li^thouso keepers and 
families and barracks of Uie guards^ The guards were armed tdth small euros 
and had no ships* Tliey kept irlreloos com; 3:nleation with the Ilajin Base, end 
their food and other supplies 'foro brought fr<xn thei Najin Base by ship once or 
twice a nonth* There was no witer in liaaiOj and rain water was used for 
drizddng and cooking. 

4« The Uhggi Meteorological Observatojy loe ,tsd .?.t 15333/ was under the ccntrol 

of theNajin Naval Base. It had 'aodetsd si'ncc the Japanese occupation, 

but it now Ihnetioued oaly for naval Tsartewmm a il otnor activities on the sea 
of the Navy. Five to six naval poroiainal form ih :3 ilajln Base porfinned the 
management and guard of the dbaervatoryf. 

5o The Kwaktan Li^thouse at FB 158778 was not in I/afore the War, it 

in use as an unnumed lightho-ase XiCiag acotyieno for Its light* 

6. The Haep*yoam Ll|^thouso located at FB 069688 and the Soch*odo LipitiKiUtoe 
located at FB 0637<^ wore not v.f?o. The Taech’iodo ll^tliouee located at 
FB 057663 was a Class I lighthouse ; nd x4as one of the argest Hothouses in 
NKo It was destroyed chixlng ikQ Via:’, but was coa^etely repaired in the 
spiring of 1954 and had been in uhc oinco* It was a sin^e lighthouse in 
the tiajin Bay, and ms equipped xr?:th facilitios of aerating electric power, 
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aNFIDENTIAL 

fog. signals and wireless connunlcation with the Najin Naval Base* The luap 
li^ht v>a8 whitish gray and had a range of approxiioately 20 ndles* This 
Hothouse Vies named by five civilian lighthouse keepers^ and near this 
li^^house approodnatsly 10 gjards who were diepitchod from the Naval Base 
statonedo There were 10 whit'S^palnted brick houses, each with the same 
dlrsensions of 25 x 5 x 4 » near the lighthouse, iud rare used as residences of 
the lighthouse keepers and barracks of the guards. In its vicinity stood 
two tower-shape antenna poles, use of which vrss •mknown. 

To A TIaval guard post was located at 1’’3 000670. Or.? brick building with the 

dimensions of 25x6x5 was used as the poatj tat tne i.':.iHibor of guards and their 
arms are unknown* 


Bo A Naval Non-coenlsslonad Officers’ School was located at E3 990664* 

Approodnately 10 brick buildings located in the vicinity of the avonre point 
were used as school buildings and barracks* The <]pi 9 y-wall used by this 
school was approodiaately 100 meters long, and more than five neters deep so 
that ^Ips as large as 5*000 tons could anchor* This school had two wooden 
training diioe, each viith the same size of 25x3x1*5 and armed with one 75^00 
gun and two 22*4Bn anti*«ircraft isachina guns* The nuni>er of students of : 
this school and other details are unknown. 

9* An artillery unit called the 474th Unit was located at EB 940595 in IJin^donga 
AriUery positions were eonetrueted. on the hillside area at EB 95 5590 south 
of the HMadansan (rvMmtaln)* Ikirlng the period of 1955 to 1956* KD7L inaid>er8 
of Najin-gun were mobilized in turn, for the constructim of the artillery 
poeitionso The types of gunS} their quantity and the nuid>or of soldiers of 
the 474th unit are unknown* 


10. The lif^houee located at EB 9355^4 was not in use* It had had a white 
flashing 11^ dbtalned from acetylene* 

11. The lighthouse located at SB 707231 was destroyed during the War, and was 
eo^?let<^ rehabilitated by the spring of 1954^ The electric power for 
the light was supplied by the same source supplying Ch^fi^ngjin-si* It had 
a conyilete facility for fog signal. Three civilian Hothouse keepers and 
one naval persccmel performed the management of this lighthouse. 


12 . 


The 597th Artillery Unit stationed in the (Comilsun (rruMintaln) which was 
located at EB 700240* On the sea shore at the southern aid of the Kcnalean 
and approodxnately 20 metars above the water, thres to four eaves eould be 
seen from the sea* Thera ■wera mm.'f 1 b these CSV as. but their types mnd 

quantlrr are unknown* 

^ Reportedly^ there were 

arfejneiy p oeitiona of this unit ac^ittered aisng: one coast be tween Cli*jfogjin 
and f^ajin^ 
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13« One naval coastal guard eogpati^y idileh was dispatched by tl^o Najln Naval 
Base stationed in the fishing port of ;3h»4igjin-3i« Tho main duty of this 
conqpany was to protect thousands of largo and simll f isliing boats idileh were 
engaged in octopus fishing off the coast of Ch^j/ngjln-si during the period 
of early Jxily to late October, with four to five ^ard ships« 

14, The ^Idaejin Li^thouse l.ocated at UJl 67^1 was destroyed during the War, and 
was complotely rehabilitated b y the aprlrig of 1.9* 4, Thv^ electric power 
which produced the white flashing liglit cf t r.is lighthouse was dravm frc«n the 
sa’Tie source supplying 0ftlaejln~si« It had a conix'.ete facility for fog slg:ial. 

Three elvillan lighthouse teepera and five to six naval psrsonn^ serving 

at this lighthouse used four brick buildings vroich wore located in its 
vicinity, 

15, A detachment of the Ch<f}i^ngjin Guard Conpacy with an unknown strwigth of fOTce 
stationed in ^daejln (EA 6581). ^dae^in was used as an anchorage by the 
guard ships of the Gh^f^gjin Gaurd Company. 

16, The Husudan Lighthouse located at EA 6120 was destroyed durint the V/ar and 
was rehabilitated in early 1954o This lighthouse, which was ia use, was 
equipped with a complete fhellity of generating electric power. Its light 
was idiltish gray, 0ns naval personnel and throe civilians performed t he 
mnagement of this lighthouse. This ll^thouso lacked fog signal system, 

17„ The S^i^in Idg^thouee located at EA 181005 sont forth a whitish gray liglit, 
and used the electric power from ths same source supplying S)^ngjin>8i, 

It was r^bllitated in the spring of 1954i and was managed Ir r three civilian 
lighthouse keepers and five to stt naval personnel. ! 26X^ 

lighthouses rnffintioned sbove voro all under the contz*ol of the Najin Naval 
Base, The lighthouses and naval guard posts aonttoned- below were all under 
the control of the W^san Naval Cocicat Base, 

18, There was a naval guard post in Ch^idi’odo (inland) (07 711485), One watch- 
tower built of wood boards, which could be soeri from the sea, was manned by 
five to ftlx naval guards who ware dispatched fi'oa the Sinp'o Ikival Guard 
CoBgiany, idiidi. In turn, was detached from tho VJj^nsan Base, 

19 , Three to f our eaves could be seen tso/m. tho soji noar C7 655064.» At ordinazy 
times when guns were stowed aviay, the cavos v;ore covoi’sd vrith camouflage nets. 

The entrances of tho cavos had th® also of 2^5 m .x 2,5 m each. At times 
guns could be seen being cleaned by soldiers cvtalde the cave entrances. 

2p, The Itoyangdo (island) Lighthouse located at D7 341268 sent forth vrtiitieh 
gray li^t using an independent facility for <»3.ectric power gfineration. 

Five civilian lighthouse keepers end five to naval personnel performed 
the aanagenient and the guard of the lighthouse!. Hear the ligt-thouse there 
were five ^ite-painted houses, which wore used ao residences of the lighthouse 
k;eeper8 and their families and barracks of the gt^ards. 
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21, In Sinp»o (DV 3332) one naval coastal guard comj>aBy which was detached from 
the t^sstn Naval Base Qtatloned« The main duty of this eonq)aiiy was to protect 
a nunfcer of fishing boats fishing Alaska pollacks off the coast between W^san 
and Ch’aho from early October to late DecGoiber^ usliig seven to eight guard 
ships, 

22, The S^o;)in Lighthouse located at CV 857064 war: destroyed dux-ing the V/ar,and 
was rehabilitated in the spring of 1954, Tl in llgrithoiiae lighted white, then, 
changed into red color, then, went out for a vihile, and then, lighted ag(iln« 
The electric power to light this lighthouse vrfis sup 3-ied fi*oia the same source 
suprdylng the Sjrfdaejin-sl, This Hothouse llackud fog signal vstem« One 
naval officer and throe civilian Hothouse k€?ei5orB performed the manageawnt 
of this lighthouse. Approximately 200 meters northeast of the lighthouse 
there wib a shack which was used as a ^lard nost of five to six personnel 
with the duty of coastal gjiard, 

23 ^ Three to four oaves were dug along the coast lino near CO 760567, The 

entrenee of each cave vras approxirsitely two laetore wide and two meters hi.^, 
and was located approximately 10 meters above the water. Those eaves Wei's 
also used as artillery positions, but the types of guns and their quantity 
are onkncwn. 

24, In Tjtoo (CO 8242) there was one eave which was used as an artillery position 
each at CO 814435, CO 825426, and CO 825420, Those caves were dug into the 
cliff of the coast approxlmatoly five meters above the water,, One gun ol an 
unknown ^rpo was set in each cave, 

25, The T^o Ll^thouse located at CU 824418 sent forth a whitish gray li^t and 
had a conqalote independent facUitjr for electric power generation and a 
eonmlete fog signal aystenio It was destrcyeci during the VJar, and had been in 
use elnce early 1954 whan It was rehabilitatod. This lighthouse i»e menaged 
by one naval officer ani three civilian lighthouse keepers, 

26, The Lighthouse located at CO 6839 was as: xfc was dastroj'-od daring the 

War, 

27, In Hadno (00 215170) one cave was dug into the cliff each appraxlmately 20 
meters above the water at DO 212162, OU 213174, and DU <151V3» One gun of 
an unknown type was eot in each cave, A3J. sides of this Nando wore oliffe, 
and one could land at this i&Lanii only .v5ii DU 212162, 

28, The Changch^ Lighthouse located at DT 309830 was in use and sent forth a 
whitish gray light. It is unknown idiethor the Suw^ndan Lighthouse located 
at DT 447^ was in use or not. 

29, In KoJj( (DO 0412) one dotachmont wi.th an unknown sircngth of force froB '.he 
W^san Naval Base stationed. This place was used as an anchcuage for ships 
of the li^nsan Base, 
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30 , PreaumsAly there vwe manjr mine fiolds on tho coast lino between Kojo and 

the 38th Parallel, I . _ _ 

a mine field with thin 

vdLre connecting the fuB'SS of the minea« 
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